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SUBJECT: DESIGN CRITERIA FOR PLUTONIUM FACILITIES 
REF: TELECON LABOWITZ/AMMONS, 2/21/74 

1. MINIMUM DESIGN CRITERIA FOR NEW PLUTONIUM FACILITIES EXPECTED 
BE PUBLISHED ABOUT TWO MONTHS. DRAFT COPY SUBJECT TO REVISION 
BEING AIR POUCHED FOR DISCRETIONARY USE BY MISSION. 

2. RE SPECIFIC QUERY ON WINDOWS. DEFINITIVE ANSWER NOT POSSIBLE 
AS DESIGN MUST BE REVIEWED AS A WHOLE. HOWEVER. GENERAL VIEW 
IS THAT APPLICATIONS OF THE CRITERIA WOULD RULE OUT WINDOWS 
EXCEPT FOR FACILITIES HANDLING SMALL QUANTITIES (E.G. LESS THAN 
350 GRAMS) OF PLUTONIUM AND EVEN IN THESE CASES WINDOWS WOULD 
TEND TO BE DISCOURAGED. CASEY 
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